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believes that he is the inventor of the invention for which the
patent is asked, and that the several allegations in the petition
contained are respectively true and correct:

Or by the applicant if the inventor is dead.

(2.) In the event of the inventor being dead, such, oath or
affirmation shall "be made by the applicant, and shall state that
he verily believes that the person whose assignee or legal repre-
sentative he is, was the inventor of the invention for which the
patent is solicited, and that the several allegations in the
petition contained are respectively true and correct:

Before whom oath may be made.

(3.) Such oath or affirmation may be made before any justice
of the peace in Canada; but if the inventor or the applicant is
not at the time in Canada, the oath or affirmation may be made
before any Minister plenipotentiary, charge d'affaires, consul,
vice-consul or consular agent, holding commission under the
Government of the United Kingdom, or before any judge of a
court of record or a public notary, or the mayor or other chief
magistrate of any city, borough or town corporate in the country
in which the applicant is at the time he makes such oath or
affirmation.

Domicile.

11.  The applicant for a patent shall, for the ptirposes of
this Act, elect his domicile at some known and specified place
in Canada, and shall mention the same in his petition for a
patent.

Particulars required in application.

12.  The applicant shall, in his petition for a patent, insert
the title or name of the invention, and shall, with the petition,
send in a specification in duplicate of the invention.

Wliat the specification shall show.

13.  The specification shall correctly and fully describe the
mode or modes of operating the invention, as contemplated by
the inventor; and shall state clearly and distinctly the con-
trivances and things which he claims as new and for the use of
which he claims an exclusive property and privilege :